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Message Text 

CONFIDENTIAL 

PAGE 01 BONN 08526 I8II3IZ 
ACTION NRC-07 

INEO OCT-OI EUR-I2 ISO-00 OES-07 L-03 SSO-00 /030W 

I81I36Z 060044/13 

O I8II27ZMAY 77 

EM AMEMBASSY BONN 

TO SECSTATE WASHDC IMMEDIATE 8343 

CONEIDENTIAL BONN 08526 

DEPT PASS TO NRC EOR DR. LAELEUR 

E.O. 1 1652: GDS 
TAGS: TECH, GW 

SUBJECT: INEORMATION EXCHANGE BETWEEN NRC AND GERMAN 
BMI - EOI INQUIRY 

REF: A. BONN 08228; B. STATE A-I977 

1 . EMBASSY SCIENCE COUNSELOR PASSED COPY OF NRC MAY 
3 RESPONSE TO EOI INQUIRY TO DR. SCHNURER, BMI. 

2. SCHNURER IS REVIEWING HIS JANUARY 18 TELEX AND 
WILL ADVISE ASAP WHETHER ITS TEXT MAY BE RELEASED. 

3. WE WILL DISCUSS ENCLOSURE TO REE B WITH DR. 

KELLERMAN, GRS, ASAP NEXT WEEK. HE IS NOW OUT OE 
TOWN. 

STOESSEL 


CONEIDENTIAL 


NNN 
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